HOTEL DOUGLAS MacARTHUR 

26 Rooms - 26 Baths 
Fronting a Beautiful Strand 
350 Feet Wide and 7 Miles Long 
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OCEAN DRIVE, S. C. 
'Nature's Masterpiece‘ 
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